ETag: "51cfc77109819dc227405482d370b428"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 5068
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Faith S. Hochberg
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: T&amp;S BRASS & BRONZE WORKS, INC. v. KROWNE METAL CORPORATION
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: njd
x-archive-meta-date-case-filed: 2011-09-16
x-archive-meta-docket-num: 2:11-cv-05350
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 264531
x-archive-meta-referred-to: Magistrate Judge Patty Shwartz
x-archive-queue-derive: 0
x-upload-date: 2011-09-28T18:30:54.000Z
